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14.  (Continued)

to perform organizational maintenance on
the radar system.

Daily and preflight inspection procedures
are also provided in section III.  These
inspection procedures utilize the visual
inspection, initial control settings and
the operational checks tables.

A technician who is unfamiliar with the
controls and indications can use the
Operating Instructions in section II in
performing the operational check provided
in table 3-5 of the HIM.

Major test points are listed in table 3-6
with the normal indications provided in
table 3-8.

The "Functions Checks" table is a trouble-
shooting aid which can be used to aid an
organizational technician in locating the
cause of listed malfunctions.

Other areas covered in section III include
major unit removal, replacement, frequency
alignments, and preventive maintenance.
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